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W. H. BAILEY & SON 


EVERY SUPPLY FOR SICK NURSING 


STOCK-TAKING 


RECORD OFFER TO THE NURSING PROFESSION 
FOR 2 WEEKS ONLY AND WHICH CANNOT BE REPEATED 
Post Paid on Orders Value 10/- 


SS 


DISSECTING FORCEPS. 
English as ‘ 2 - 
Foreign 13 


pair 


SPENCER WELLS 
ARTERY FORCEPS. 


3 5 pair 
4/10 .,, 


N.P. SCISSORS. 
1 
1 


English 
Foreign 


English 
Foreign 


pair 


5 
3 





SILVER PROBES, 94. each. 


‘* PERFECTION ”’ 
BED PAN, 


Large Size, 
A Enamelled Iron. 
he 6 9 each 
Postage 1/3 extra 


POCKET URINE TEST CASE. 


Contents 
2 Stoppered 
Bottles, 2 
Test Tubes 
Urinometer 
and Small 
§ Brass Spirit 
‘Lamp. In 
Pull-off Rexine Case. 6/3 each 


Surgical Instruments and Appliances 
Hospital and Invalid Furniture 


‘ 


Ps ) 
ee ome ag ae 


BAILEY’S GUARANTEED CLINICAL 


THERMOMETERS. 

Complete in Cases. 

2 Min. Round : Each 104. 

2 . Mag , 1 - 

ye cn ; ae 1/3 

If required Kew tested 3d. each extra 
Postage 2d. 





WATERPROOF 
SHEETING 


SPECIAL CUT PRICES 
_ STOCK -TAKING 


> Single 
> Double 
prool . 
B quality 
Stout Red 
Acid Proof 
A Quality 
Special Red, 
Soft and 
Durable 


Texture 
Urine 


2 23 vd 
3/1 











RECORD SYRINGES (Foreign). 
20 Min. or lec Each 4 3 
Complete with two steel needles. 
GERRARD 2313 45; 

9» 3185 


OXFORD STREET,) 
2, RATHBONE PLACE, | 


SURGICAL 
INSTRUMENT MAKERS 


ALUMINIUM 
FOETAL HEART STETHOSCOPE 


- each. 


CIRCULAR RED RUBBER 
AIR CUSHIONS. 
Quality Guaranteed 

16 in 18 in. 20 in. 


6 11 8 9 9/11 


BAILEY’S CELEBRATED 
HOLDFAST ENEMA. 


Bailey's 
Sterilizable Holdfast, 
211 
BAILEY’S HOSPITAL ENEMA. 
With Sinker Ends, 2/3 


English. 

NICKEL PLATED PELVIMETER 
With external and internal 
measurements. 
Graduated in }$ inches, 8/- 


LONDON, W.1 
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DISPLAYED ADVERTISEMENTS (under any Heading 


HOLIDAY and RESIDENTIAL HOMES 
NURSES DISENGAGED 


BOX NUMBERS: Replies to advertisements may be addressed to “‘ 


Advertisements must reach THE MANAGER, THE NURSING 








CLASSIFIED ADVERTISEMENT CHARGES 


NURSES WANTED, NURSING HOMES, TRAINING SCHOOLS, SITUATIONS VACANT, Etc. 
Every additional 7 
Every additional 7, or part of 7 words 9d. 
Every additional r 5 or part of 7 words 6d. 

Discounts for Serial Order. 13 insertions 10%; 26 insertions 15%; 52 insertions 20%. 
THE NURSING TIMEs "’ Office, the address 
being charged for as seven words. The fee for receiving and forwarding replies is Is. 


TIMES, MACMILLAN & Co., LTD., 
St. MARTIN’s STREET, LONDON, W.C.2, by 12 o’clock on WEDNESDAY. 


Urgent Advertisements are received by Telephone up to this time. Remittances should be made by Cheque or Postal Order. 
Telephone—WaHITEHALL 8831. Telegrams — “ PuBLIsH, Lesguare, LONDON” (two words). 


per inch 7s. 6d. 
” Minimum charge 7s. 6d. 


21 words 3s. od. 
, or part of 7 words Is. od. 
21 words 2s. 6d. 


21 words ts. 6d. 














OFFICIAL PUBLIC HEALTH 


ANNOUNCEMENTS. VACANCIES. 





THE COLLEGE OF NURSING. 


WARWICKSHIRE COUNTY COUNCIL. 


ELLEN SARAH FOUNTAIN GRANT HEALTH VISITOR 
HE Council of the College of Nursing will PPLICATIONS are invited for the post of 
consider applications for the above grant Health Visitor. 
to the value of £10 to be expended on some Salary £200 per annum, rising by annual 
form of post-graduate study increments of £10 to a maximum of £225 


he grant is available to any nurse who is a] per annum, which salary is subject to 


member of the College of Nursing and whol] tion of 5 per cent. in respect of contributions 


a de luc 


trained at one of the following hospitals: under the Loeal Government and Other 
Brompton Hospital for Consumption and | (Officers Superannuation Act, 1922, and to any 

Diseases of the Chest, 5.W.3 temporary abatement in force 
Lambeth Hospital, 5.E.11 Che selected candidate will be required to 
Seamen’s Hospital, Greenwich, 3.E.10 produce a satisfactory Medical Certificate in 
Application forms may be obtained from : 1 form approved by the Council. 


THe Director iN THE Epvucation DeEpart- Uniform provided, which, togetl 
MENT, The College of Nursing, la, Henrietta | Jaundrv allowance is valued at £15 pe 


er with 
r annum, 


Street, Cavendish Square, London, W.1. ind all necessary travelling expenses including 
Ihe successful applicant will be asked to] subsistence when away from home, paid 


render a statement, showing how the grant] Possession of a motor ear which the 








selected 


has been expended, at the end of the course Teandidate would be willing to use in the 
undertaken (385) | Couneil’s service and in respect of which a 
— — mileage allowance in accordance with the 
Council's seale would be paid, would be 

( sidere P ‘ aur 

NURSING OVERSEAS. ee ee 
N’:: RSE 2 es ee about employ- 1) have had three years’ training in a 

the British Wrong wae should General Hospital 
ipply the 3.0.5.8 W. (Soci the Over (2) hold the Certificate of the Central 
seas Settlement f British W en Caxton Midwives Board 
House (West B h roth Street. S.W.1 (3) (a) hold the Health Visitor's Certificate 
rel: Whitehall 9060 3) issued by the Royal Sanitary Institute, 
NO (+) have been previously approved by the 
Ministry of Health as a Health Visitor 
. Forms of application and statement of the 
TRAINING AND LECTURE luties and terms of appointment can be 
. btaied fro me 
COURSES. Applications marked Health Visitor 
a wit! copies f not more than three recent 
testimonials must be received by me not latet 
THE COURSE OF LECTURES than first post on Monday, the 5th February, 
ON TUBERCULOSIS 1934 

Canvassing directly « indirectly will be 


A! t B ptor Hospital, Fulha Road. | 9 disqualification 
- will be held every Tuesda ni | | 
mmer 





he lay, L. EDGAR STEPHENS, 
ng Fe tary bt Clerk of the County Council 
I ther part s lv t MATRON. | o e Ha 
205 Wary 
i aiaaaiiianaes | dtithh January, 1934 (211) 
THE COLLEGE OF NURSING. _ 
ISLE OF WIGHT COUNTY. 
(Incorporated by Royal Charter.) 
SIX MONTHS COURSE OF TRAINING PPLICATLONS are invited for the appoint- 
FOR HEALTH VISITORS A”. nt 





{ County Nursing Superintendent. 


(APPROVED BY THE MINisTRY OF HEALTH.)| Canlidates must be Queen's Nurses with 

| experic in County viministration and in 

cc RSES begin in January and Sep a ten —— They should hold the 

Apply to the Direcror lucati ma | Hi ealth ) isitor’s Certificate r have been 

Department, College of Nursing, 1a, We nie tha appr is a Health Visitor by the Minister 
Street, Cavendish Square, W.1 | of 


Isle of Wight County — (Contd. 


Salary £225, rising by two annual increments 
to £250, with allowances Che post is a 
designated one under the Local Government 
and Other Officers’ Superannuation Act. 

Applications, on forms to be obtained from 
the undersigned, must be received not later 
than Monday, the 29th inst. 

J. FAIRLEY, 
County Medical Officer. 
County Hall, Newport, LW. 
léth January, 1934 (199) 


FULHAM BOROUGH COUNCIL. 


APPOINTMENT OF HEALTH VISITOR. 
PPLICATIONS for the above appointment 

are invited not later than 3lst January, 
1934, from persons not exceeding 40 years of 
age who possess the necessary qualifications. 

Commencing salary £200, rising to £305, 
plus £10 per annum for uniform. Super- 
annuation Act of 1922 in force. 

Further particulars and an application form 
will be sent on receipt of a stamped addressed 
envelope. 

Canvassing strictly prohibited. 

WILFRED TOWNEND, 
Town Clerk. 





Town Hall, 
Fulham, 3.W.6. 
10th January, 1934. (151) 





(Miscellaneous Posts) 
CITY AND aang #1 KINGSTON UPON 
L 





TRAINING OF HEALTH VISITORS. 

Se Hull Corporation propose under the 

Ministry of Health’s Scheme for the 
Training of Health Visitors, to appoint Eight 
Probationer Health Visitors, at a salary of 
£100 per annum, less a temporary deduction of 
2% per cent. under the City Council’s economy 
measures, 

These appointments, which are for one year, 

provide facilities for practical instruction in 
the ordinary duties of a Health Visitor, includ- 
ing those of a School Nurse and a Tuberculosis 
Health Visitor. A Course of Theoretical instruc- 
tion must also be taken at the Hull University 
College. The fee for the Course is £10 10s. 
App licants must be well educated women of 
good physique, under the age of 35 years, and 
must possess a certificate of three years’ 
training in an approved General Hospital, as 
well as the Certificate of the Central Midwives 
Board. 

Forms of application can be obtained from 
the undersigned. 

Completed applications must reach me not 
later than noon on Saturday, the 27th January, 


1934. 


NICOLAS GEBBIE, M.D., 
Medical Officer of Health. 
Health Department, 
Guildhall, Hull. 
January, 1934. (120) 









































— 
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THE NURSING 


TIMES SUPPLEMENT (i) 








CITY OF SALFORD. 


PUBLIC HEALTH DEPARTMENT. 
PPLICATIONS from suitably qualified 
persons .are invited for the post of 
Tuberculosis Visitor in the above department, 
it a commencing salary of £2 15s., rising by 
innual increments of 4s. to £3 15s. per week, 
plus laundry allowance and uniform. The 
salary is subject to deductions for superannua- 
‘ion purposes. Special experience in the use 
f artificial pneumothorax apparatus and in 

» work of an Artificial Sunlight Clinic will 
be important additional qualifications. 

Form of application may be obtained from 
he MepicaL Orricer or Heavtu, 143, Regent 
Read, Salford 5, Lanes., to whom it must 
e returned, accompanied by copies of not more 
than three testimonials, not later than Saturday 

» 3rd February, 1934. 

H. H. TOMSON, 
Town Clerk. 
(182) 


DERBYSHIRE COUNTY COUNCIL. 


DENTAL ATTENDANT. 
PPLICATIONS are invited from women 
not exceeding 40 vears of age for the 
ppointment of Dental Attendant. 

rhe salary will be at the rate of £150 per 
innum subject to a temporary’ reduction of 2 
r cent. on the first £100 and 3 per cent. on the 
emainder, with travelling allowances in 
weordance with the County Council's scale 
Dental experience is not essential, but candi- 

ites must have some nursing training. 
The appointment will be a designated posi 
idler the Local Government and other Officers’ 
“uperannuation Act, and the successful candi- 
late will be required to pass a medical examina- 





n 

\pplications, with copies of not more than 

three recent testimonials, should be sent in on 
before Saturday, February 3rd, 1934, to the 


ndersigned, from whom forms of application 


ean be obtained. 
W. M. ASH, 
School Medical Officer. 
New County Offices, 
St. Mary’s Gate, 
Derby. 


1934. (158) 


i2th January, 
HOSPITAL AND OTHER 
VACANCIES. 
Displayed: 7s. 6d. per inch. 


WOKING AND DISTRICT 
VICTORIA HOSPITAL. 














(GENEKAL HOSPITAL—50 BEDS.) 
PPLICATIONS are invited for the post of 

Matron to commence March Ist, 1934. 
Salary £130 per annum, with pension rights. 
\pplications stating age and giving all 
letails together with copies of testimonials to 
» sent to the Hox. SECRETARY on or before 
ebruary 2nd. (195) * 


MID-WALES COUNTIES MENTAL 
HOSPITAL, TALGARTH, BRECON. 





PPLICATIONS are invited for the post 
é of Assistant Matron and Sister-Tutor, 

e Officer now holding this post having been 
ippointed Matron at the Mental Hospital. 
Cotford. General Hospital as well as Mental 
Hospital experience and qualifications essential. 
\ge must not exceed 40 vears. 

Salary £130 per annum, rising to £150, 
vith, in addition, the following emoluments, 
board, lodging, laundry and uniform, valued 

t £70 per annum for superannuation purposes. 

The appointment is subject to the provisions 
f the Asylums Officers’ Superannuation Act, 
1909. 

Applications, in candidates’ own handwriting, 
stating age, previous experience, and qualifica- 

ions held, accompanied by copies of three 
recent testimonials, should be addressed to the 
MEDICAL SUPERINTENDENT. (109) 





BLENCATHRA SANATORIUM, 
THRELKELD, CUMBERLAND. 
(TUBERCULOSIS, 76 BEDS.) 
ATRON wanted. 
essential. 
Apply, stating age, qualifications and salary 
required and with copies of recent testimonials 
to Hon. Secrerary, 34, Lowther Street, 
Carlisle, by 18th January. (102) 


Sanatorium experience 





JOINT COUNTY COUNCIL OF MORAY 
AND NAIRN. 


HOSPIT AL M ATRON. 


PPLICATIONS are invited for the post of 


Matron of the Infectious Diseases 
Hospital, Elgin (72 beds). Candidates must 
be fully qualified State-registered Nurses, 
holding Certificates of General and Fever 
Training and must have had experience in 
Tuberculosis and in hospital administration 


and housekeeping. 

The salary will commence at £140 per annum 
and will rise by annual increments of £10 to 
a maximum of £200. Indoor uniform allowance 
£10 

Applications, stating age, qualifications, and 
experience, accompanied by six copies of 
testimonials should be sent to the undersigned 
(from whom further particulars can be ob- 
tained), not later than 3rd February, 1934. 
Canvassing, direct - indirect, prohibited. 

JAMESON, 
County Clerk. 
Elgin. 
8th January, 


1934. (123) 





LANCASHIRE COUNTY COUNCIL. 


PUBLIC ASSISTANCE COMMITTEE. 


JERICHO HOSPITAL, BURY, 


Assistant Superintendent Nurse and Sister Tutor. 


PPLICATIONS are invited for the appoint- 

ment of Assistant Superintendent Nurse 

and Sister Tutor at the above-named Hospital, 

which is a recognised Training School for the 

Examinations of the General Nursing Council 
and the Central Midwives Board. 

Applicants must be State Registered Nurses 
and possess the C.M.B. Certificate, and must 
have had not less than one year’s experience as 
a Ward Sister. Preference will be given to 
candidates holding a Sister-Tutor’s Certificate. 

Salary £120 per annum, rising by annual 
increments of £5 to a maximum of £150 per 
annum, together with the usual residential 
emoluments. 

The successful applicant will be required to 


pass a medical examination, and unless at 
present a contributor under the Poow Law 
Officers’ Superannuation Act, 1896, to con- 


tribute to the Superannuation Scheme of the 
Lancashire County Council. 

Forms of application may be obtained from 
Mr. A. W. Biome ey, Clerk to the Rochdale 
and Bury Committee, Public 
Bury, and 





Guardians’ 
Offices, 
returned so as to reach him not later 
than Tuesday, the 30th January, 1934. 
GEORGE ETHERTON, 

Clerk of the County Council. 
(155) 





(Assistance Parson’s Lane, 





must be 








CORPORATION OF BIRMINGHAM. 


CITY SANATORIUM, 
YARDLEY GREEN ROAD. 
325 BrEpDs. 
fA Set ast Matron required. Candidates 
must be State registered, having held 
Ward and Night Sister's posts with House- 


keeping Certificate and Home Sister’s experi- 
ence. 

Salary £130, rising £150 per annum. 
and holiday board allowance. 

Write Marrow fully. 


Uniform 


(157) 





ROYAL MATERNITY HOSPITAL, 
BELFAST. 


(Amended Advertisement.) 

Awe ANT Matron ‘required. Candidate 
must be State Registered Nurse and 
aes the C.M.B. Certificate, and have had 
. eo? in training pupil midwives. She 
will be expected to supervise the tutorial 
work of the nurses. Salary £120 per annum. 
Applications stating age, qualifications, and 





experience together with three recent testi- 
monials to be sent to the Matron, Royal 
Maternity Hospital, Belfast, not later than 
30th January, 1934. (165) 
THE ROYAL INFIRMARY, 
SUNDERLAND. 
April, 


a ABe Housekeeper required on Ist 

1934, to take charge of the Kitchens and 
Stores. Candidates should possess a degree or 
diploma in Domestic Science and have experi- 
ence in Dietetics. Preference will be given to 
trained Nurses possessing the foregoing qualifi- 
cations. 

Commencing salary will be at the rate of 
£130, rising to £160 per annum, with board, 
laundry and uniform. 

Applications, stating age, qualifications and 
experience should be sent with copies of three 
recent testimonials to the undersigned on or 
before 8th February, 1934. 

J. A. BEARDSALL, 
House Governor and Secretary. 
(156) 





CITY OF LEICESTER. 
ISOLATION HOSPITAL & SANATORIUM. 


Home Sister and Sister Tutor 
(Combined Post.) 


PPLICATIONS are invited for the post of 
Home Sister and Sister Tutor (combined). 
Candidates must be State-registered in General 
and Fever nursing. The successful candidate will 
be expected to assist in the preparation of nurses 
for the State preliminary examinations and the 
State final examinations in infectious diseases. 


Salary £100 per annum, rising by annual 
increments of £10 to £120 per annum, with 


the usual residential emoluments. The post, is 
designated under the Local Government 
Officers’ ete., Superannuation Act. 
Applications, stating age, qualifications and 
experience, together with copies of three recent 
testimonials to be sent to the Marron, City 
Isolation Hospital, Groby Road, Leicester. 
WILFRID CARR, 
Secretary, Health Department. 
Grey Friars, 
Leicester. 
19th January, 


1934. (178) 





LOWESTOFT AND NORTH SUFFOLK 
HOSPITAL. 


(80 Bens.) 
APPROVED TRAINING SCHOOL. 
ISTER Tutor wanted, with X-ray experi- 
ence, will be required to supervise small 
out-patient V.D. Clinic. 
Apply, stating salary required, age, and full 
particulars of experience, with Matron’s name 
for reference to MATRON. (134) 





DONCASTER ROYAL INFIRMARY. 
(185 Bane: ) 


EAD Masseuse 
Staff of five. 

Salary £220 per 
daily. 

Applications, in writing, 
details regarding age, previous 
with copies of recent testimonials, 
be sent to the Marron. 


required. Non-resident. 
Must be fully qualified. 
annum with lunch and tea 


should give full 

experience, 

and should 
(172) 





THI 


NURSING TIMES SUPPLEMENT (ii) 


JANUARY 20, 1934 





QUEEN MARY'S HOSPITAL, E.15. KENT COUNTY COUNCIL. 


[ISTER Housekeeper require {at the above PUBLIC 


Hospital. She must be State-registered 


ASSISTANCE DEPARTMENT. 





ssess a Housekeeping certificate The HE County Council invites applications for 
" : ~ the following resident appointments : 

ted Superannuation Scheme for Nurses tna ad ° 

oe | BROMLEY AND DISTRICT AREA. 


\pplications, stating age, training, qualifica- | : Farnborough Hospital. 
ertificates and testimonials, should be Pg yg £90 a yeal 
the RO 25 £10 a ver o £135 
aoeleassocesns (125) | the C.ML.B. Certificate 

Female Relief Attendant. Salary £52 lis. a 
| vear rising to £55 a year by one increment of 
|} 42 10s 

Applications to be made on forms obtainable 

from the Assistant Public Assistance Officer, 

Park House, Bromley, to be returned to him by 

. - not later than Monday, the 29th January, 1934 
ee mee | DARTEORD AND DISTRICT AREA. 
(174) King Edward Avenue Hospital, Dartford. 
' Female Mental Nurse. (Non-resident). Salary 
£110 a vear rising by £2 10s. a vear to £120. 
An additional sum of £5 a vear will be paid to 


rising by 
Candidates must possess 





CASTLEFORD, NORMANTON & DISTRICT 
HOSPITAL, HIGHTOWN, CASTLEFORD. 


TIGHT Sister required for above hospital 
No. beds 


Salary ommencing £70 











THE ROYAL HOSPITAL (WOMEN’S) PARK 


ROAD WEST, WOLVERHAMPTON. }any successful candidate who possesses the 
| Royal Medico-Psychological Certificate. 
ate entty | \pplications to be made on forms obtainable 


Revit 3: Night Sister for n 
© hede 


<RN.. and CMB. | from the Assistant Public Assistance Officer, 

ites. Must have held a Staff post in a] West Hill, Dartford, to be returned to him bs 

iw V training school } not later than Monday, the 29th January, L934 
Salary €75, indoor uniform material | FAVERSHAM AND DISTRICT AREA 


Superannuation Scheme in force 
Apply, stating age, full particulars, opies | 
two testimonials to MATRON (185) 


Sheppey Institution. 
Assistant Nurse. Salary £55 a vear rising to 
| £60 by one increment of £5 
\pplications to be made on forms obtainable 
from the Assistant Public Assistance Officer, 
esate tad —— | Poor Law woe og + a Milton, nr. Sittingaourne, 


» be returned to him by not later than Monday, 
GREAT ORMOND STREET AND QUEEN | ; 


he 28th January L934 
SQUARE, W.C.1 FOLKESTONE AND DISTRICT 
\ OVED BY GENERAI 


Lyminge Institution. 
FOR TRAINING OF Assistant Nurse. “Salary £55 a vear rising to 
| £60 a vear by one increment of £5. 
Applications to be made on forms obtainable 
from the Assistant Public Assistance Officer, 
|| 29, Bouverie Square, Folkestone, tbe returned 
{ito him by not later than Monday, the 29th 





AREA 
NURSING 


NURSES) 


Counce 


“Kh) Reps 


wen N's Medical Ward Sister require 
Mare} Is Only 


State Registere 


s with previous Ward Sister's « xperience | January, 1934 
‘ Age not under 27 years. Salary | THANET AND BLEAN AREA 
i" eX\perience Pension Scheme in | 


Thanet Institution, Minster, nr. Ramsgate. 
Assistant Nurse. Salary £55 a year rising to 
me increment of £5 
~ Nursery Attendant. 


ft 
Salary £58 a vear 
Candidates must p« 
| Certificate 


issess a Children’s Nursing 
Blean Institution, Herne Common, near 
Herne Bay. 

Assistant Nurse. (Non-resident) 


1 vear rising by t2 10s. a vear to 


\ lv with full parti 
sed envel pe to the 





ulars and = stampe 
MATRON 








COUNTY BOROUGH OF WEST HAM. 


PUBLIC ASSISTANCE COMMITTEI Salary £110 


£120 subject 


Stor Council invite appli wre - the | tu a deduction of 12s. 6d. a week in respect of 
pppoe mie s the! pps | 
HOw ih ‘Kh ntment at dell hipy | rations at the Institution 
Cross Hospital, Whipps Cross Road, Leyton- | The successful candidate will be required for 


} duty in the Mental War 
‘ i ‘nnum. | tal nursing experience 
g by annual increments of £ to 8 maxinvam Applications to be made on forms obtainable 
f r ) per annum, with residential allowances | thom, the Assistant. Public Assistance Officer, 


yA | algae | 832, Canterbury Road, Margate, to be returned 


ls and must have men- 


Ward Sisters, at the 


fess pel 
t 








» salary of foo per annum, l to him by not later than Mo ae the. 29th 
sing by annual increments of £5 toa maximum | January. 1934 
fs) per annum, with residential allowances 
und the use of uniform The salary in ea h] The Lveal Government and other Officers’ 
ise will be subject to an abatement of 2} per) Superannuation Act, 1922 will be applicable to 
sweordance with the resolutions of the 


. the above appointments with the exception of 
Council for the time bei war the appointment of Nursery Attendant at the 

\pplicants for the above appointments must | Thanet Institution and successful candidates 
ive had at least three years eB im @) for each of the above appointments will be 
itution which is a tr vl for | required to pass a medical examination. 


W. L. PLATTS, 


ng in f 





ibl mst 


lining s he 








Che successful candidates will be required to | Clerk of the County Council. 
iss a medical examination and the appoint- | Sessions House, 
nts will be subject to the wisions of the | Maidstone 
Local Government and Other Officers’ Super- | pg) Januarv. 1934 (12) 
itiem Aet, 1922, and the statutory con- 
s under the act will be deducted fron CHESTER ROYAL INFIRMARY. 
ilar the Poor Law Officer s' Su 
‘ i \ LSoti (211 Beps 
Car ng nembers { t Council s 
ed and will disqualify \RD Sister required for Landing of 
\pplications to be made in the first instance | 38 beds (28 medical and 10 Ear, Nose 
Matron of the Hospital jaml Throat 
CHARLES FE. CRANFIELD, Salary £70, rising by £5 to £80 per annum, 
Town Clerk, | wit! unifert Federated Superannuation 
P \ssistance Offices | ahenes in fon 
Union Road, Leytonstone, E.11 | Apply with recent testimonials, to the 
January, 1934 (208) | MATRON (204) 





LANCASHIRE COUNTY COUNCIL. 


PUBLIC ASSISTANCE COMMITTEE, 


PARK HOSPITAL, DAVYHULME, 
NEAR MANCHESTER. 


Maternity Ward Sister. 
PPLICATIONS are invited for the appoint- 
ment of Maternity Ward Sister at the 
above Hospital. 

Ap plie ants should be between the ages of 25 
and 38 years and must possess a certificate of at 
least three years’ training in a _ recognise | 
training school, and must be State registered 
Nurses and hold the C.M.B. Certificate. Prefer- 
ence will be given to applicants holding the 
Teachers’ Diploma of Midwifery. Previous 
experience in coaching pupil midwives is 
essential. 

The Hospital is approved as a complete 
training school by the General Nursing Council 
and the Central Midwives Board. The Mater- 
nity Department comprises 50 beds. 

Salary at the rate of £90 per annum rising by 
annual increments of £5 to a maximum of 
£125 per annum, together with the usual 
residential emoluments. 

The successful applicant will be required t 


pass a medical examination, and unless at 
present a contributer under the Poor Law 
Officers’ Superannuation Act, 1896, to con- 


tribute to the Superannuation Scheme of the 
Lancashire County Council. 

Applications, in candidates’ own  hand- 
writing, giving full particulars (including dates 
of all previous appointments, together with 
copies of not more than three recent testi- 
monials, should be sent so as to be received not 
later than the 3rd February, 1934, by the 
M ATRON, Park Hospital, Moorside Roa 1, 








Flixton, near Manchester. 
GEORGE 





ETHERTON, 


Clerk of the County Council 
County Offices, 
Preston. 
16th January, 1934. (201) 





SWANSEA COUNTY BOROUGH. 


INFECTIOUS DIS <E ASE 

HILL HOUSI 

ntment of Ward Sister. 

A? PL rear ATIONS are invited for the 

ment of Ward Sister. 

annum, rising by £5 to £90. Candidates must 

be general and fever trained nurses, good 

disciplinarians and willing to train probationers. 

Applications to be sent to the Matron, Hill 

House Hospital, Sketty, Swansea, to whom 
further enquiries should be addresse vd. (104) 


HOSPITAL, 
SKETTY. 








appoint- 
Salary £75 pet 





ROYAL SOUTH HANTS AND SOUTHAMPTON 
HOSPITAL, SOUTHAMPTON. 


ISTER required, S.R.N. 
(reneral training for 
(Medical and surgical). 
Salary £70, rising £5 p.a. to £95. Boar. 
uniform and laundry. Superannuation Scheme 
in force 


\pply 


Children’s and 
Children’s ward of 


33 cots. 


with full particulars to Matron. 


(170) 
THE BUCHANAN HOSPITAL, 
ST. LEONARDS-ON-SEA. 





Sister fin Out-patient 
Department Salary to commence at 
£85 p.a. with board, residence and uniform 
Must be State-registered, have some know- 
ledge of X-ray and Artificial Sunlight. 
Federated Superannuation Scheme in force 
Apply to the Marron. (210) 


EQUIRED, a 





rr required for the Men's Medical 
_ Wards. Must be fully trained and State 
registered, with Sanatorium experience. 


Commencing salary €75 with uniform, super- 
annuation scheme in force 

Apply, with copies of three recent. testi- 
monials and p hetograph to Marros, Creaton 
Sanatorium, Northampton, (200) 
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London County Council 





PUBLIC HEALTH DEPARTMENT 





RESIDENT VACANCIES FOR NURSING STAFF 
Remuneration and conditions subject to review. Increments subject to Council's regulations. Forms of application for positions above 
grade of Staff Nurse obtainable from the Matron-in-Chief, County Hall, Westminster Bridge, S.E.1, to whom they should be returned. In 
er cases applications to be made to Matrons of Hospitals. Stamped addressed foolscap envelope necessary in each case. 
1.—GENERAL HOSPITALS. (Complete Training Schools.) 

NIGHT SUPERINTENDENT.— £120—£10—£150, and after 8 years’ service in all in the grade, if specially recommended, 

<T. ALFEGE’S HOSPITAL, 48, Vanbrugh Hiil, Greenwich, S.E.10. 
DEPARTMENTAL (Theatre) SISTER.—£90—£5—£115, and after § years’ in charge of the Department, if specially recommended, 

£5—£125.—ST. STEPHEN'S HOSPITAL, 369, Fulham Road, 8.W.10. 

STAFF NURSES.—Certificated in General Nursing.—£65—£5—£s0. £5 additional salary when required for X-ray department 
iternity ward if holding appropriate special certificate —ST. PETER’S HOSPITAL, 74, Vallance Road, E.1; ST. STEPHEN’S HOSPITAL, 
69, Fulham Road, 8.W.10; ST. LEONARD'S HOSPITAL, Hoxton Street, N.1. (Must hold C.M.B. certificate in the case of St. Leonard's 
Hospital) 


PROBATIONER NURSES.—Not less than 18 years of age.—£30 Ist year, £35 2nd year, £45 3rd year, £50 4th ye - —HIGHGATE 
HOSPITAL, Dartmouth Park Hill, N.19; ST. LEONARD'S HOSPITAL, Hoxton Street, N.1; ST. PETER’S HOSPITAL, 74, Vallance Road 
h.1: ST. ALFEGE’S HOSPITAL, Vanbrugh Hill, Greenwich, 8.E.10. 


11.—FEVER HOSPITALS. (Complete Training Schools.) 


SISTER TUTOR.— £1: 50—£5—£175. Must have had not less than one year’s experience as Ward Sister and must hold one of the follow- 
ing certificates :—(a) King’s College for Women Sister Tutor’s Certificate, London U niversity; (6) Diploma in Nursing, London U niversity; (¢) 
Battersea Polytechnic Sister Tutor’s Certificate; (d) Diploma in Nursing, Leeds University (must also have a practical knowledge of fever nursing) 

SOUTH WESTERN HOSPITAL, Landor Road, Stockwell, 8.W.9. 
STAFF NURSES.—£60 if certificated in Fever Nursing: (£65 if certificated in General Nursing,) rising by £5 annually to £80. £5 
\ditional salary if holding both certificates. EASTERN HOSPITAL, Homerton Grove, E.9; SOUTH-EASTERN HOSPITAL, Avonley 
il, New Cross, 8. E.14. 


by £10—£160 


by 


111.—TUBERCULOSIS HOSPITAL. (Affiliated Training School.) 
STAFF NURSE.— Certificated in General Nursing, £65—£5—£€s80. £5 additional salary if certificated in tuberculosis nursing also. 
PARK HOSPITAL, Lee, S.E.12.  ( Pulmonary.) 


GROVE 


IV.—OTHER NURSING VACANCIES. 
NIGHT SUPERINTENDENT.— ¢120—¢10— £150, and after 8 years’ service in all in the grade, if specially recommended, by £10 
Experienced in pulmonary tuberculosis and fever nursing.) NORTHERN HOSPITAL, Winchmore Hill, N.21. 
WARD SISTERS.—Certificated in general nursing, State-registered, and experienced in fever nursing.—£85—£5—£115, and after 
8 years’ service in all in the grade, if specially recommended, by £5 — £125.—JOYCE GREEN HOSPITAL (Fever), Dartford, Kent; SOUTHERN 
HOSPITAL (Fever), Dartford, Kent. 
STAFF NURSES.— £65—£5—£80.—Must be certificated in General Nursing and must hold R.M.P.A. certificate, for which £5 additional 
salary is paid.—WATERLOO HOUSE INSTITUTION, Waterloo Road, Bethnal Green, E.2. 
t65—4£5—£80. Certificated in General Nursing. ISLINGTON INSTITUTION, St. John’s Road, N.19. (For the Nursery.) 
£60 if certificated in Fever nursing (£65 if certificated in General nursing), rising by £5 annually to £80. £5 additional salary if holding 
th certificates —JOYCE GEEEN HOSPITAL (Fever), Dartford, Kent; SOUTHERN HOSPITAL (Fever), Dartford, Kent. 
£60 if certificated in Children’s Nursing. (£65 if ‘certifi ited in General Nursing), rising by £5 annually to £80. £5 additional salary if 
ling both certificates. —GOLDIE LEIGH HOSPITAL, Abbey Wood, 3.E.2 


£100. 




















THE ROYAL HOSPITAL, RADCLIFFE INFIRMARY AND SURREY COUNTY COUNCIL. 
WOLVERHAMPTON. COUNTY HOSPITAL, OXFORD. 
PUBLIC ASSISTANCE DEPARTMENT 
INCORPORATED UNDER CHARTER.) ENERAL trained State-registered Nurse 
required as Assistant to Sister Tutor PPLICATIONS are invited for the post of 
(240 Beps.) Salary £60—£70 p.a Federated Super- Assistant Nurse at Clerk’s Croft Infir- 
GPrEe required for Women’s Surgical Ward, | annuation Scheme in force mary, Bletchingley at a gross salary of £125 
She will be expected to assist in the train- For form of application apply Matron. per annum, rising by annual increments of 
f Probationers. (196) £2 10s. to £130 per annum. £69 per annum will 
Candidates must be fully trained and have be deducted as representing the value of board, 
ul previous experience in a large General] ROYAL HAMPSHIRE COUNTY HOSPITAL, | !o:iging, laundry and uniform. : 
Tospital. WINCHESTER. Details of the terms and conditions of the 
Salary to commence £70 per annum; material — appointment will be provided with the applica- 
indoor uniform provided TAFF Midwife required at an early date, tion forms which may be obtained from the 
Che Hospital is affiliated to the Federated for abnormal Maternity Ward. Alternate | CHIEF PcBiLic AssIsTANCE OFFICER, County 
“uperannuation Scheme day and night duty. ‘ Hall, Kingston- 7 Thame 
\pply, with copies of testimonials, to the Salary £65. Must be State registered. UDLE A AU KLAND, 
I\TRON Apply to the Marrow with full particulars. Clerk to the Council. 
Volverhampton. (60) 16th January, 1934. (1s9 
nuary 15th, 1934. (173) 
MAIDENHEAD HOSPITAL, CHELMSFORD AND ESSEX HOSPITAL. 
MAIDENHEAD. THE HARTLEPOOL’S HOSPITAL, : 
(121 Brps.) 


: HARTLEPOOL. 
ISTER, S.R.N., required mid-February for 
Children’s Ward and Private. Salary £70, 
erial for indoor uniform, laundry. Federa- TAFF Nurse required. Must be State- night 


TAFF Nurse required. Alternate day and 
duty. S.R.N. essential. Salary 
Superannuation Scheme in 








{ Superannuation Scheme in force. registered, Salary £60 per annum. | £65 and uniform. 
\pply with references to the Matron Apply with full particulars to Matron. (194) force. * 
2 (186) Apply Marron. (171 
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COUNTY BOROUGH OF EAST HAM. 


NURSERY (Restpent) 


of Charge Nurse 


, at the salary of £70 per annum, 
annual increments of £5 to a maximum 


. Valued for superannua- 
tion purposes at £75 per ¢ 


rhe person = ee be ~~ to 


charge, 


Candidates must be trained and experienced 
lealing with infants and young children, : 


a medical examination. 


* person appointed is subject to the 


rms upon which application must be made 


CUMBERLAND, —— AND 


JOINT COMMITTEE FOR THE 
MENTALLY DEFECTIVE. 


HE Joint Committee require the following 
for service at Dovenby Hall Colony, 
Cockermouth (for mentally defective patients) : 

Two Resident Female Nurse Attendants. 

Salary £55 per annum rising by annual 
increments of £2 10s. to £60 per annum. 
Uniform or allowance will be provided. 

All candidates should have had previous 
institutional experience and musical attain- 
ments will be a recommendation. Appointees 
must submit to medical examination and salary 
and emoluments are subject to deduction under 
the appropriate superannuation act. 

Forms of application can be obtained from 
the undersigned. 

T. B. HARSTON, 
Clerk to the Joint Committee. 
18, Bank Street, 
Carlisle. 
10th January, 1934. (154) 





later than February 3rd, 





COUNTY COUNCIL OF THE WEST 
RIDING OF YORKSHIRE. 


the usual residential 


he usual residential allowances 


g a stamped and addressed | 


CHARLES MeGRATH 





THE VICTORIA HOSPITAL FOR 
BURNLEY AND DISTRICT. 





SURREY COUNTY COUNCIL. 


rising by annual sistas! 


QUEEN ALEXANDRA’S IMPERIAL 
MILITARY NURSING SERVICE. 


HERE are a few vacancies in the above 
Service in the rank of Staff Nurse for 
ladies who are fully trained and in possession of 
the State Registration and C.M.B. Certificates. 
Age not over 35. Salary commences at £62 1&s. 
per annum with furnished quarters, fuel, light, 
board, laundry, servants, and an allowance 
towards uniform. Gratuities are issuable after 
10 and 15 years’ service. Opportunities given 
for refresher courses, liberal leave granted with 
pay and allowances. Foreign service includes 
China and India. Full particulars will be sent 


on application to the Matrox-tn-CHIer, 
Q.A.LM.N.S., The War Office, Whitehall, 
=.W.1 (206) 





COUNTY BOROUGH OF STOCKPORT. 
PUBLIC ASSISTANCE COMMITTEE. 
STEPPING HILL HOSPITAL 
Trained Staff Nurses. 


Dp ATIONS are invited for the appoint- 

ment of trained Staff Nurses possessing 
the certificate of the Central Midwives Board, 

r day or night duty as required. 

Salary £65 per annum with uniform (after 
two months’ satisfactory service) and the usual 
residential allowances 

Form of application may be obtained from 
the Matrox, Stepping Hill Hospital, Hazel 
Grove, near Stockport, by forwarding a stamped 
addressed foolseap envel ype 

By Order, 
HARRY BARLOW, 
Clerk .to the Committee. 
Public Assistance Offices, 
Shaw Heath, Stockport 
Sth Jan. 1934. (153) 





THE CANCER HOSPITAL (FREE), 
FULHAM ROAD, LONDON, S.W.3. 


TAFF Nurses required immediately for 
General Wards. Salary £70 per annum 


and uniform 


Apply to the Matrox (184) 





of £100 per annum 
representing the value 


intme nts will be ng wided with the applica- 
obtained = the 


Kingst m-upon-Thames 


Kingston-upon-Thames 





PROBATIONERS. 


HERE are vacancies for well educated 
young women between the ages of 18 and 


21 [wo years’ training in Tuberculosis. 


Lectures. . Certificates 
Salary first year £35, subject to a temporary 


deduction. 


For forms of application apply to :—Martron, 
Killingbeck Sanatorium, Leeds 
(162) 


COUNTY BOROUGH OF WEST HAM. 
PUBLIC ASSIST: ANC! E COMMITTEE. 


|= Council invite applications for the 

a of Two Staff Nurses at their 
Central Home, Union Road, Leytonstone, 
E.11, at the salary of £65 per annum, rising by 
annual increments of £5 to a maximum of £80 
per annum with residential allowances and the 
use of uniform, subject to an abatement of 2} 
per cent. in accordance with the resolutions of 
a ‘ouncil for the time being in force. 

Candidates must have had at least three 
years’ training in a public institution which is 
a training school for nurses. 

The successful candidates will be required to 
pass a medical examination and the appoint- 
ments will be subject to the provisions of the 
Local Government and other Officers’ Super- 
annuation Act, 1922, and the statutory contri- 
butions under the Act will be deducted from the 
salary; or the Poor Law Officers’ Superannua- 
tion Act, 1896. 

Applications to be made in the first instance 
to the SUPERINTENDENT Nurse of the Central 
Home. 

Canvassing members of the Council is pro- 
hibited and will disqualify. 

CHARLES E. CRANFIELD. 
Town Clerk. 
Publie Assistance Offices, 
Union Road, Leytonstone, E.11. 
15th January, 1934. (175) 








COUNTY BOROUGH OF 
SOUTHAMPTON. 


ISOLATION HOSPITAL AND 
SANATORIUM. 


OAKLEY ROAD, MILLBROOK. 
Probationer Nurses. 


ROBATIONER Nurses required, not under 
18 years of age. Salary £30 per annum, 

rising by annual increments of £5 to £40 and 
uniform. The Hospital is a training school for 
State examinations, and applicants should 
have had a Secondary School education. Pre- 
ference will be given to those holding the 
School Certificate. 

Board and washing included. 

Form of application may be obtained from 
the MepicaL Orricer or Hearn, Civic 
Centre, Southampton. (176) 





ROYAL WEST SUSSEX HOSPITAL, 
CHICHESTER. 


(114 Bens.) 


P ROBATIONERS required, must be strong 
and well educated. 
Secondary School education essential. Apply 
stating age and full particulars to Matron. 
(169) 





CONNAUGHT HOSPITAL, 
ORFORD ROAD, WALTHAMSTOW, E.17. 


RECOGNISED TRAINING SCHOOL. 
HERE are several Vacancies for Proba- 
tioners. Resident Sister-Tutor. 
Salary £20, £24, £28, £32. 
Apply for forms and particulars to the 
MATRON. (34) 


DONCASTER ROYAL INFIRMARY. 
185 BeEps. 


TRAINING SCHOOL FOR NURSES. 





psa Required—age 19 to 30. 

Must be well educated. 

Modern Hospital and Nurses’ Home. Nurses 
are coached throughout their training by the 
Sister-Tutor. 

Salary £24—£28—£32, with uniform after 
trial period. 

Application to be made to the Marron. 


(44) 
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A Peescations are invited as follows :— 


ire prepared for the State Examination. 
the first year £30 per annum, rising £5 annu: 


from the Probationer Nurses for a fourth year 
examination of the Central Midwives Board. 
it the Hospital. (P.A./R/86.) 


Guildhall, 
Westminster, 8.W.1. 





COUNTY COUNCIL OF MIDDLESEX. 


AT REDHILL COUNTY HOSPITAL, EDGWARE. 


Probationers to enter the Hospital with a view to signing a three years’ Agreement. 
Candidates must be single or widows aged 19 tu 30 years. 
vears’ general training covers the syllabus of the General Nursing Council and candidates 
Salary for the three months’ trial period and 


emoluments valued at £52 per annum. A certain number of midwifery pupils are accepted 


By Order, 


The curriculum of the three 


ally to £40 per annum, with full residential 
’s training and they will be prepared for the 
Apply on forms obtainable from Matron 
ERNEST S. W. HART, 
Clerk of the County Council. 


(205) 








THE GENERAL HOSPITAL, BIRMINGHAM. 


TRAINING SCHOOL FOR NURSES 
APPROVED BY THE 
GENERAL NURSING COUNCIL. 


Preliminary Training Course £5 5s. 
UCCESSFUL candidates pass into the 
Nursing School, where facilities for 
excellent practical experience are afforded. 
rheoretical instruction continues through the 
urse, lectures being given by the Honorary 
staff (lecturers at the University of Birming- 

ham), and the Sister Tutors. 
Candidates are required to produce evidence 
a good general education and a school 
leaving certificate or its equivalent is desirable. 
(17) 
NORTH STAFFORDSHIRE ROYAL 
INFIRMARY, STOKE-ON-TRENT. 





TRAINING SCHOOL FOR NURSES. 
(389 Berns.) 
proce ATIONERS Required. Must be well 
educated and strong. Age 19-32. Pre- 
minary Training School and Resident Sister- 
rutor. 
Salary, £20; £25; £30. 
Vacancies occur every two months. 
For particulars apply to the Matron. 
(13) 


SEVERALLS MENTAL HOSPITAL, 
COLCHESTER. 


PROBATIONER NURSE. 





PPLICATIONS Required for the post of 
Probationer Nurse (female) not under 
1% years. 

Special training is given by a Sister-Tutor 
to candidates for the State examination of the 
General Nursing Council, thereby qualifying 
for the higher grades of the nursing service. 
Leave of two days per week and 14 days on 
completion of every six months’ service. 

Wages at the rate of £104 lls. per annum, 
from which is deducted a moderate charge for 
board, ete. 

Apply Matron. (32) 


COVENTRY AND WARWICKSHIRE 





Super: ation Se > . 
HOSPITAL. Superannuation Scheme adopted. 


350 Bepbs. 


CHELMSFORD AND ESSEX HOSPITAL. 
120 BEps. 
ACANCIES occur from time to time for 
Prodationers, who should be between the 
ages of 18 and 30 years. Preference is given to 
those with Secondary School education. 
Salary £22 10s,, £27 10s., £32 10s., £40, and 
uniform provided. 
Apply Matron (50) 





QUEEN MARY’S HOSPITAL, E.15. 


ACANCIES exist at Queen Mary’s Hospital 


for Probationers. They must be well 
educated and not under 19 years of age. 


The Midwifery Course can be taken in the 
ith year. 


Applications to the Marron. (124) 








NURSES WANTED. 


21 words 3/-, and 1/- for every 
additional 7 or part of 7 words. 


Rewer an Nurse at L.C.C. Shirley 
residential school, Wickham Road, 
near Croydon, with one year’s experience 
in recognised training * school for general 
nurses or two years’ experience in fever hospital. 
Provisional salary £45 a year subject to review 
with usual emoluments. Married women in- 
eligible except in special circumstances. 

Apply Heapmaster, at the school. (161) 











ULLY trained Nurses required for private 


staff. Full uniform. Good _ salary. 
£5 extra for C.M.B.—Apply Matrox, Nurses’ 
Home, Stoke-on-Trent. (163) 





| MAYOR TRELOAR’S HOSPITAL, 
Alton, Hants.—Surgical Tuberculosis, 
Children.—Probationers are received at the 
above Hospital at the age of 18 years. The 
training is for three years and is valuable to 
those intending to become fully trained Nurses, 
but who are too young for General Training, 
Part of the training may be given at the 
Seaside Branch at Hayling Island. Candidates 
must be well educated. Salary £16 first year, 


£20 second year, £24 third year, with board, 


Federated 
Particulars 
will be sent on application to the Marron. 
(2) 


lodging, uniform and _ laundry. 


ROBATIONER Nurses (Female). For 

form of application and full particulars 

apply to the Marron, Oxford County and 

City Mental Hospital, Littlemore, near Oxford. 
(209) 





UEEN’S Nurses. 
State-registered 

the Roll. 
Road, E.14. 


Immediate vacancy for 
Nurse, to qualify for 
SUPERINTENDENT, 7, Stainsby 
(181) 





UEEN’S NURSES WANTED. 
Denbigh, North Wales.— Young 


nurse re- 


quired—must be Welsh speaking—single dis- 
trict. Hilly area. General nursing and mid- 


wifery. Salary according to experience with 
the usual allowances, cottage available. 

Merthyr Tydfil, Glamorganshire.—Two em- 
ployed, one required for general work only. 
Salary according to experience, uniform allow- 
ance £8, board and laundry 25s. weekly, and 
all else provided in furnished house which the 
nurses share. 

St. Peter Port, Guernsey.—Two required for 
general nursing and midwifery. Salaries 
according to experience with the usual allow- 
ances paid in an inclusive sum--rooms available. 

Tipton Training Home for Staffordshire 
C.N.A Four required for staff—two for 
general work and two for midwifery. Cyclists. 
Salaries according to experience. Uniform 
allowance £8, all else provided in Home. 

Apply Qveren’s InstitvTE oF DIstTRIcT 
NursinoG, 57, Lower Belgrave Street, London, 
S.W.1. (193) 





on Two Staff Nurses, (eneral 
trained, State-registered with fever 
training. Salary £70 per annum.—Apply 
for application forms to Marron, Royal 
Hospital School, Holbrook, Suffolk. (203) 





TAFF Nurse fully trained and registered 
at L.C.C. Stifford Children’s Homes, 
Stifford, Essex. Provisional salary £65 a 
vear, subject to review, with usual emoluments. 
Married women ineligible except in special 
circumstances. Apply for form to EpvucATION 
Orricer, (8.8.6), County Hall, S.E.1. (160) 





ISTER required, S.R.N., with recent 

Tuberculosis experience. Age under 40 

Salary £70 and uniform allowance.—Apply 
Matron, Hawley Hospital, Barnstaple. (119) 








HOME WANTED. 





LDERLY retired Nurse seeks quiet com- 
fortable permanent Home in or neat 
London with another nurse, will help with light 
duties and pay moderate terms.—Apply 
Box 191, THe Nursinc Trves, St. Martin's 
Street, London, W.C.2. (191) 








PERSONAL. 





EQUIRED for Museum Exhibit, old 

fashioned nurse’s chatelaine, also any 
relics or pictures illustrating the development 
of nursing from 1860 onwards.—Box 121, 
THE Nvurstnc Trves, St. Martin’s Street, 
London, W.C.2. (121) 





PROBATIONERS WANTED. 


a apie R’S Help wanted, age 25-30, three 


ALARY £20, £25 and £30, in addition to 
K board, lodging and indoor uniform. 
Probationers are coached throughout by the 


children, 9-7-5. Comfortable home. 
Apply Granam, 66, Kensington High St., W.8. 
(197) 





“ister-Tutor. 
Probationers are able to take their Maternity 
iining for C.M.B. at the end of their three 
years if they so desire. 


| gp required, Hospital, Private, Atten- 


dants, Companions, Assistants, Mental 
Probationers.—TaBirua, Trained Nurses’ Asso- 


Apply, with stamped envelope for reply, to| ciation, 15, Clarendon Terrace, Maida Vale, 
46 


the Matrox. (46) 





W.9. 





Tele. : Cunningham 1338. (82) 








NURSING HOMES. 





- RATHAY HOUSE” Nursing Home. 
Aged or invalid gentlepeople requiring 
temporary or permanent care in homely sur- 
roundings; professional day and night attention. 
Inclusive moderate terms.—Anerley Road, 
S.E.20. (29) 
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a , THE EAST END MATERNITY HOSPITAL, 
FOR SALE AND TO LET COMMERCIAL ROAD, STEPNEY, E.1. 
PPORTUNITY for Nursing or Convales- ee 
cent Home. Portsmouth district : Large MIDWIFERY TRAINING SCHOOL, 
onvenient House, easily mverted; seven 
bedrooms: excellent condition: electric light, 
gas, etc.; freehold. —Write Box 75, THE NURSING 





RAINING School for Midwives and 
Monthly Nurses. Special preparation for 








Times. St. Martin's Street. London, W.C.2. Central Midwives Board Examination. 
(75) Over 2,000 patients annually. 
Reduced fees under Ministry of Health 
Scheme. 


APARTMENTS TO LET. 
To let, Furnished Bed-sitting Rooms for 


nurses and other ladies. From 10s. | 
weekly. Board by arrangement.—Enquiries : 
14, Comeragh Road, W.14. Fulham 6136. 
(30) 


Apply to the Secrerary. (24) 








MUNICIPAL MATERNITY HOME, 
AND INFANTS’ HOSPITAL, 
HEDON ROAD, HULL. 








UPILS spec ially prepared for C.M.B 
Examination. Hospital and District 
HOLIDAY AND RESIDENTIAL | Training. Ante-natal Clinics. 
HOMES. | Trained Nurses, six months; 
| persons 12 months. 
A: \ \ NC) occurs for a permanent Patient | For pupils who sign an agreement that they 
Lugan facing the sea, 3 miles |} | intended to practice Midwifery in England or 
4 vround, no restrictions. Terms moderate | | Wales, or to become Health Visitors in England 
Mi ghly recommended.—Apply E. Brapox, | or Wales, Ministry of Health’s grant is available 
SRN. * Lugano” Courtenay Place, Teign- | Apply to Marron. (18) 
outh, S. Devon (180) | 


Untrained 











HUDDERSFIELD JOINT COMMITTEE 


| RNEMOUTH Private Guest House 
FOR THE TRAINING OF PUPIL 





Sunny, sheltered, every comfort, near 
sea, highly recommended by nurses.—MiIss | MIDWIVES. 
Dovanas, 46, Stourcliffe Avenue, West South- nie 
bourne (26) tor Joint Committee are prepared to 
accept Pupils for Training. The arrange- 


BoGsor REGIS.—South Haven, Felpham. | ments include intern training at the Municipal 
A small number of toddlers or infants} Maternity Home, and extern training with the 


Trained | Huddersfield Victoria Nurses’ Association. 





received during parent's absence. 





personal care. Highly recommended. Pros- | Reduced fees under the Ministry of Health 
pectus.—THe Misses SuHaw. Bognor 377. | scheme. 
(67) | Applicants should be fully trained nurses, 








land should apply to the Marrox, Municipal 
H°’ E, Brighton Rest and Holiday Home | Maternity Home, Huddersfield, o7 SUPERIN- 
for Members of the Nursing Profession. | TrENDENT, Queen Victoria Nurses’ Association 
Close to sea, Recommended. — Mrs. | Huddersfield. (56) 
MeGireaor, 8, Norman Road. (8) 








0 aveid vacant guest rooms in thoroughly, GENERAL LYING-IN HOSPITAL, YORK 





rtable nedern Country He el, ROAD, LAMBETH, &.E.1. 
Soutl Coast Ww) ms Meoneee yen pet aR 
mmission paid Meneses ingveden ing guests 4 Established 1765. Patron: H.M. The Queen. 
recuperate Brochure and full particulars ; —o 
writ tox 159 Tue Nersinc Times, St UPIL Midwives specially prepared for the 
Martin's Street, London, W.C.2 (159 Central Midwives Board Examination 


—_ | Lectures and tutorial classes by the Physicians 
| and Sister Tutor. Reduced fees under Ministry 
MIDWIFERY. of Health Scheme. MONTHLY NURSES 
trained. Post Graduate Pupils taken. 
Over 2,000 patients attended annually 
Each pupil has separate room with hot and 


BIRMINGHAM MATERNITY HOSPITAL. 
sold water and central heating, in Nurses’ 


“_ Hospital has now 65 beds and deals Some 
with 1,500 in-patients per annum, and Ap ply MaTpon. (10) 


there is an extensive practice on the Districts 

where nearly 2,000 cases per annum are dealt “ia 

with MATERNITY NURSING ASSOCIATION, 
The Board of Education grant is available MYDDELTON SQUARE, E.C.1, 

for all students who intend to practise and CAMDEN ROAD, N.7. 


Midwifery enpaiensiiee 
For particulars apply to :— MIDWIFERY TRAINING SCHOOL. 
(In affiliation with the Reys al Northern Hospital) 














MATRON, 
Maternity Hospital, -_ 
Loveday Street, UPILS prepared for C.M.B. Examination 
Birmingham. (12) (extern. and intern. work). Ante-natal 
: : ' and Infant Welfare Clinics. 
B' RKE — \D Maternity Hospital.—Train Reduced fees for pupils intending to practise 
ing in Midwifery and Monthly Nursing | yidwifery. 





rained Nurses 6 months: untrained women, 12 | For vacancies apply to the Matron, 63 
months. Ministry of Health grant. Full | Myddelton Square, E C1 are (31) . 
preparation for C.M.B. Examination. Imme- |” * eileen 





diate Vacancies.—Apply Marron. (6) 
LEEDS MATERNITY HOSPITAL, 


CITY OF LONDON HYDE TERRACE, LEEDS. (126 Beds.) 
MATERNITY HOSPITAL, UPILS 


CITY ROAD, E.C.1. 
MIDWIFERY TRAINING SCHOOL. 





are trained and prepared for the 

C.M.B. Examination, Midwifery Lectures 

given by the Leeds University Lecturers; extra 

- | lectures in Anatomy, Public Health, Infant Care 

UPILS specially ‘trained in Midwifery and | and Ophthalmia in relation to Midwifery given 

Maternity Nursing. ~ister-Tutor attached | by the University Professors. Efficiency Certi- 

staff. Special reductions in fees under | ficates awarded. Reduced fees under the 
Ministry of Health Scheme. 1,771 In-patients, | Ministry of Health Scheme. 

240 District Patients. Attendance at Ante- Vacancies occur 23rd January, April, July 


Natal and Post-natal Clinics, 8,305 Post- | and October. 
<iraduate course for practising midwives. (1) 


Apply to the Marron. (25) 





BRISTOL GENERAL HOSPITAL. 


HERE are Vacancies for Pupils in the 
Midwifery School. 
For particulars as to Vacancies apply to 
the Matron. (5) 





QUEEN MAI OSPITAL. MATERNITY 
MARYLEBONE ROAD, N.W.1. 


MIDWIFERY TRAINING SCHOOL. 

pvlrms specially trained for Midwives and 

Monthly Nurses. On being found com- 
petent, each pupil is awarded certificate of effi- 
ciency. Special preparation for the Examina- 
tion of the Central Midwives Board. Special 
Courses and reduced fees for Trained Nurses. 
In 1932 there were 2,689 In-patients, 1,798 Out- 
patients and 27,838 ante-natal and child welfare 
attendances. 





Apply to H. B. Strokes, Secretary- 
Superintendent. (3) 
QUEEN MARY’S HOSPITAL FOR THE 
want ST END, 
ATFORD, E.15. 


MIDWIFE] RY TRAINING SCHOOL. 
UPILS trained for the Central Midwives 
Board Examination. 
The Fees are reduced for pupils intending to 
practise Midwifery. 
Applications for vacancies should be ad- 
dressed to the Matron. (21) 








OFFICIAL MASSAGE 
ANNOUNCEMENTS. 
Schools ye under this heading are 


known to the Council as Dy me requirements 
of the Chartered Society of Massage and Medical 
Gymnastics. 








ST. THOMAS’S HOSPITAL. 
SCHOOL OF MASSAGE, MEDICAL 
ELECTRICITY AND SWEDISH 
REMEDIAL EXERCISES. 
| gppneetmsea! and Non-Resident Students are 

prepared for the Examination of the 
Chartered Society of Massage and Med. Gym. 
Sister-in-Charge Miss RANDELL. 
Teacher’s Certificate, C.S.M.M.G. 
For particulars as to vacancies, terms, etc., 
apply to the Marron. (4) 





MILLER GENERAL HOSPITAL, 
GREENWICH ROAD, GREENWICH, 
LONDON, S.E.10. 


THE ALMERIC PAGET SCHOOL OF 
PHYSIOTHERAPY. 
ALE and Female Students prepared for 
the Conjoint; Medical Electricity; High 
Frequency, Diathermy, and Light Therapy 
Examinations of the Chartered Society of 
Massage and Medical Gymnastics. 

The School is under the direction of W. Kerr 
Russell, Esq., M.B., and Edwin A. Lindsay, 
Esq., F.R.C.S. 

Sister-in-Charge : Miss L. Knowles (Teachers’ 
Certificate), C.S.M.M.G. 

Assistant Teacher, Miss D. E. Heath 
(Teachers’ Certificate), C.S.M.M.G. 

Board and residence for female students. 

For full particulars apply to the Matron. 

(61) 


THE WESTERN INFIRMARY, GLASGOW. 


School A M ical Gymnasti 

Medical ~~ ey and Light. , 
S TUDEN — prepared for the Examination of 

the Chartered Society of Massage and 
Medical Gymnastics. 

Lectures and demonstrations given by 
members of Hospital Staff and fully qualified 
Teachers. 

For particulars apply to the Matron. (14) 
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THE MIDDLESEX HOSPITAL, 
LONDON, W.1. 


School of Massage, Medical Gymnastics, 
Medical Electricity and Light and 
Electro- Therapy. 
TUDENTS prepared for all the Examina- 
tions of the Chartered Society of Massage 
ind Medical Gymnastics. 
Sisters-in-Charge, Miss Prosser, T.M.M.G. 
Miss Bristow, T.M.E. 
For full particulars apply to 
THE LADY SUPERINTENDENT, 
THE MIDDLESEX HOSPITAL, W.1. 
(23) 





BRISTOL GENERAL HOSPITAL. 
School of Massage, Swedish Remedial Exercises 
and Medical Electricity. 

HE School is under the supervision of P. E. 

CuRISTOPHERSON, M.B., Ch.B., M.R.C.S., 

L.R.C.P., Graduate Royal Gymnasium, 
Central Institute (Stockholm). 

Principal of School:—Miss A. Hawkes, 
Teacher’s Certificate of Medical Gymnastics. 
C.5.M.M.G. 

Students (male and female) are prepared for 
all the Examinations of the Chartered Society 
of Massage and Medical Gymnastics. Lectures 
are given by members of the Honorary Staff. 

For full particulars apply to the Matron. 

(22) 








SITUATIONS VACANT. 





CONNAUGHT HOSPITAL, 
ORFORD ROAD, WALTHAMSTOW, E.17. 


EQUIRED, Ward Maid. To live in. 
Apply MATron (198) 


KENT COUNTY COUNCIL. 


VIEW CERTIFIED 
INSTITUTION. 


WEST 


Laundress. 
PPLICATIONS are invited for the appoint- 
ment of Laundress. 

Candidates must have had experience in the 
working of a hand laundry and be capable of 
training patients in such work, and preference 
will be given to persons who have had insti- 
tutional experience. 

Salary £60 per annum, with board, lodging, 
washing, and £4 per annum uniform allowance, 
subject to deduction under a contributory 
pension scheme and the National Insurance 
Acts. 

The successful candidate will be required to 
pass a medical examination. 

Forms of application may be obtained from 
the SUPERINTENDENT, “West View,” Tenterden, 
Kent, and should be returned to him as early 
as possible. 

W. L. PLATTS. 

Clerk of the Kent County Council. 

Sessions House, 

Maidstone 
15th January, 1934 
XPERIENCED 
Commencing 
with board, lodging, 
provided.—Apply Matrox, 

Hospital, Islington, N.1. 


(179) 





Laundry Maid required. 
salary £32 per annum. 
washing and uniform 
London Fever 
(202) 








Please mention ‘‘ The Nursing 
Times”’ when answering its 
advertisements. 








HUDDERSFIELD ROYAL INFIRMARY. 
ANTED immediately, Ward and House 
Maids, aged 18 to 22. Wages according 
to age and experience. Board, lodgings, and 
uniform provided. 
Applications to be addressed to the MATRON 
intmediately. (164) 





LORD MAYOR TRELOAR CRIPPLES’ 
HOSPITAL, ALTON, HANTS. 
IRLS are received on leaving school and 
trained for the domestic staff of the above 
Hospital. Wages begin at £12 and full uniform 
provided. Applicants must have excellent 
characters and be well recommended. 
Apply to the Marron. (9) 





PARK PREWETT MENTAL HOSPITAL, 
BASINGSTOKE. 


required, not 
Institution ex- 
Wages 3b6s., 


SS Assistant (Female) 
over 35. Previous 
perience a recommendation. 
rising to 43s. per week. 

A deduction of 14s. 5d. a week is made for 
board, lodging and laundry. Uniform provided. 

For form of application apply to the 
MATRON. (183) 








MISCELLANEOUS. 





OR sale. 7 White Overalls (4 New). Accept 
£2 10s.—195, Boundary Road, Wood 
Green, London, N.22. (166) 





_ Happy Congenial Friendships, either 
sex, home or abroad. For particulars, 
write the Secretary, U.C.C., 16 N.T. Cambridge 
Street, London, S.W.1. (167) 











THE NURSES’ HOSTEL 


London by the Day, Meal, etc. 
Founder: C. J. Woop. 
Telegrams: “ Bicuspid, London.” 


Francis Street, W.C.1 


BOARD and LODGING for Nurses engaged in Private Nursing or Visiting 
Unfurnished Rooms to Let. 


Telephone : 





co., LTD., 


Museum 1438 





dates Visitors from all parts. 
Terms Moderate. ’Phone : 


THE DEVONPORT NURSES’ CLUB, 
82, Oxford Terrace, Hyde Park, W. 
Offers comfortable home to Nurses & Students : also accomo- 
By Day, Week or any Period. 
Padd. 7625. 


The Misses Cox 





THE NURSES’ PERMANENT ADDRESS BUREAU 
For providing Nurses with a 
convenient permanent address. 
For full particulars apply to the Editor 
‘*Tue Nursinc Times,” St. Martin’s Street, London W.C.2. 


contained. 





BY 


and Lecturer in Surgical Nursing, 
Hospital, London. 


with remittance, 
¥s The 


Street, London, 


Orders, 


Manager, 








FIFTH REPRINT—NOW READY 


DIAGRAMS 
to illustrate Lectures on 


SURGICAL NURSING 


Arthur Edmunds, C.B., M.S., F.R.C.S., Surgeon 


6d. per set of ten sheets, postage 1d. extra 
should be 


Nursing Times,” 


W.C.2 


2. 





on the coupon 


THe LAKESIDE 
King’s. College 


Name 


sent to The 


St. Martin's Address 








THE TRAINED NURSE 
AND HOSPITAL REVIEW 


is printing many interesting series of articles 
which would be of great value to English 
nurses both from the standpoint of the most 
recent developments in nursing procedures 
in America and for the value of the data 
English writers are contributing 
from time to time articles in which nurses in 
England would be most interested. 


We are making a special introductory offer 


have more readers from over the sea. 


PUBLISHING CO., 
468 FourTH AVENUE, 


*lease enter my subscription for the period = 


checked, for which I enclose remittance. 


below, as we are anxious to 


New York CIty. = 


6 months 12 months 


for 7/6 for 15/- 
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Valentine’s Meat-Juice 


In the Nausea of Pregnancy, and in cases of 
Debility Before and After Labour, Valentine’s 
Meat Juice has been Successfully Employed for 
many vears, when other forms of food failed, 
1 were rejected by the sensitive stomach. 


Dr. G. E. Yarrow, Surgeon Accoucheur, London, England: 
“| am pleased to bear testimony to the extreme usefulness 
of Valentine’s Meat Juice in all cases of debility during 
and after pregnancy; particularly in cases attended with 
much gastric irritation.” 


Dr. A. A. Henske, Prof. Gynaecology and Clinical Obstetrics, 
St. Louis College of Phys. and Surgs.; Phys. in Charge, 
St. Ann’s Lying-in Hospital and Infant Asylum: “TI have 
prescribed Valentine's Meat Juice extensively in my practice, 
as well as in St. Ann’s Lying-in Hospital and Infant Asylum. ~— 
I am well pleased with it. It proves to be the best and most § Ress got an Oi ine, one 
easily borne nutrient that could be given to the sick, con- rat emea Gu ton 
valescent and infants.”’ irmmegin,t Stote ready 


For sale by European and American Chemists and Druggists. 


VALENTINE’S MEAT-JUICE CO. 


RICHMOND, VIRGINIA, U.S.A. 








The Whole Wheat food that Benefits All 


Egeuon Burmetts 
nave specialised in Nurses’ Unitorms |] J FOR GROWING CHILDREN 


for about 40 years. 





All the food elements needed by children for healthy 
growth are in Shredded Wheat Proteins for nourish- 











STATE UNIFORM FO ment, carbohydrates for energy, mineral salts for bone 
REGISTERED NURSES. construction, and all the bran for its regulative effect. 
Made to measure in officially approved . : 
Everything is present in correct proportion and in 
digestible form. In addition, being made from nothing 
but whole wheat, Shredded Wheat is perfectly pure and 
wholesome. You 


*‘Queen’s”” could not find 
Ca 


Munsee’ Goats from as ’ a more complete 
All Garments are made at Wellington, in our stil ; food force > 
own workrooms. Write for Patterns and y ee food or childre , 
ae . than Shredded 
Regd.) CAPES. : a . he e 
In Pure Wool Serges, from 22/6 for 36 in. 5: a” Wheat. Give it 
Blazers, pure wool Flannel from 21/ . ° y ~, < to them for 
KNITTING WOOLS, BUNDLES. s ~“ , ame } 
Excellent for Socks, Children’s Garments, WA we reakiast with 
ete. I}lb., 4s. 6d., odd lots, ¢lb. to 2Ib i y , hot miik and 
Colours from 2s. 3d., Mixtures from 3 Ib + 
Patterns and Measurement Forms sent : ‘ 6 Mr Sct sugar 
Free with pleasure. ~~ 1 
TESTIMONIAL 


oy gual Soul tad tes ooriion te hen ms i. Jl. 7a  EIGHTPENCE 
a aoee as Sa a ae PER PACKET 
N., Attleborough, 2/1/34. a ; . . mee | (in U.K. only) 
Egerton Burnetts 


N. Warehouse, Wellington Somewet 


London Branch 
ABBEY HOUSE, 2, VICTORIA ST., 8.W.1. 
Appointed by the General Nursing Councils 
for England and Walesand Scotland, to supply 
Registered Nurses’ State Uniform. Contrac 
tors to the Queen’s Institute of District 


Nursing, etc Made by The Shredded Wheat Co., Ltd., Welwyn Garden City, Herts. 
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